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Misa Tlona Niemi, 


Dear Mies Niemis 


Your letter of June 6, 1951 regarding preeinduction 
intelligence scorer has been received, 


Such information is not available in this Agency, 
I believe however that the Director of “elective Service, 
eee dual D, C., might be able to help you in this 
matter, 


Very truly yours, 


STAT 
Assistant to the Director 
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